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The 9th November , 1976 
No. 9803-2PW 11-76 /39221. -In exercise of the powers conferred by sub -section 2 of section 
5 and scction 8 of the Electricity ( Supply) Act , 1948 ( Central Act 54 of 1948 ) rcad with rule 3 and 
4 of the Punjab State Electricity Board Rules, 1959 ani in continuation of Haryana Government 
notification No. 9301-2PW T1-75 /40793, dated the 24th November, 1975, the Governor of Haryana here 
by re -appoint Shri A. Sagar, Chief Engineer as Member of the Haryana State Electricity Board for 
a further period of one year from 15th November, 1976 to 14th November , 1977 under clause (b ) 
of sub - section (4 ) of the aforesaid section 5 . 

P. P. CAPRIHAN , Commissioner and Secy. 
HARYANA PUBLIC WORKS DEPARTMENT 


PUBLIC HEALTH BRANCH 

The 27th October, 1976 
No. 21935 -PH / EIII.-- The following is hereby prescribed as the minimum length of qualifying 
for 

purp :) zes of promotion to higher (byth ministeral and technical) posts in Haryana P.W.D., 
Public Health Branch : 


Name of post 


SI. 
No. 


Name of 
junior post 
from which to 
be promoted . 


Minimum qualifying 
length of service in 
terms of years 


1 . 


MINISTERIAL ESTABLISHMENT HEAD OFFICE CADRE 
*Registrar Superintendent 

5 Years 
**Superintendent Dy. Superintendent 

3 Years 


2 . 


3 . 


** Dy. Superintendent 


Assistants 


7 Years 


4 . 


*** Assistant 


Clerks 


5 Years 


S. 


*** Stenographer Steno -typists 

5 Years 
MINISTERIAL ESTABLISHMENT CIRCLE CADRE 


( 1 ) 
( 2 ) 
(3 ) 


5 Years 
4 Years 

5 Years 


( 1 ) 


5 Years 


Circle Superintendent Head Clerks 
Head Clerk 

Accounts Clerks /Assistants 
Senior Accounts Clerk / Sub - Divisional 
Assistant 

Clerks. 
TECHNICAL ESTABLISHMENT . 
Circle Head 

Head Draftsman 
Draftsman Grade - I. 

Grade -II 
Head Draftsman 

Assistant Draftsman 
Grade- II 
Sectional Officer 

Surveyors /Works 
Mistries /Sub 
Divisional 
Mechanics . 


I ( 2) 


5 Years 


( 3 ) 


10 Years . 


*** 


Note : * Approved , -vide Haryani Govt. Memɔ. No. 9201-PWIII (I) 76/32945, 

dated 
23rd September , 1976 . 
* Approved ,-vide Haryana Govt. memo. No. 10204-PWIII (1) 74/39206 , dated 12th 

November , 1974 . 
***Approved , -vide composite Punjab Govt. Memo . No. 8113-BRII(I)64/18018 , dated 

4th August, 1964 . 
The pay of all premature promotees shall be regulated in accordance with Haryana 

Government instructions contained in their letter No: 4044-2-GST- 71 /23800 , dated 
17th August, 1971. 

J. L. SETHI, 
Chief Engineer , Haryana, P.W.D., 
Public Health Branch , Chandigarh . 


